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“BOILERS 


A boiler is bought only once. Its fuel must be 4 ce se 














bought every year. So, a low yearly fuel cost 2 - : 
is far more important than the original price oe 
paid for the boiler. 


Kewanee makes no claims for “Bargain Base- . 

ment” price. But it does claim—and these oe 

claims are backed by performance in the finest So 
buildings —that in the long run Kewanee is the 
best boiler investment any owner can make. 


e KEWANEE BOILER CORPORATION 


Kewanee, Illinois 


Branches in 40 
Principal Cities 
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WE ARE TELLING YOUR CUSTOMERS ABOUT 
EVERY PART OF THE VOGEL SELFLUSH NUMBER 


TEN - - - - «- « «+ From the seat to the installation 
IUPUI INITIATING ILIA LINAS NSLS ANSARI IT ML AN EY 












Valve —aill 
working parts 
high tension 
bronze. 





Tank is tested 
to 100 pounds 
air and water 
pressure. 





Can be furnished with open 
front seat. 


Bowl is twice-fired vitreous 
AIR-SEASONED HARDWOOD white china. 























HE work that we are doing with actual and potential 
customers of yours is bound to have its effect on your 
sales. You, of course, can help it along by recommend- 
ing VOGEL SELFLUSH Seat-Action Closets at every 
opportunity. And you are safe in doing this, for, look at 
these features: 
SEAT—Hardwood, air-seasoned, 
finished in hard varnish. 
BOWL—Twice-fired vitreous china, 
extra heavy. 
os VALVE—AIll moving parts of high- 
- tae tension bronze. Stem can be re- 
 & moved for adjustment or re-wash- 
ering in one minute. 


















x TANK —tTested to 100 pounds pres- Installation of Vogel 
h: i P - umber Tens in the 
sure. Can be concealed in the wall. Pusey & Jones’ plant, 


; Wilmington, Del. 
Tell us if you need folders or anything else to 


( help you sell the VYQGEL SELFLUSH 
TON Number Ten. | 


JOSEPH A. VOGEL COMPANY 
a > Wilmington, Del. St. Louis, Mo. 








~ «me See inside back page for 
Colidie and Frostie—the 

OGEL Cold - Test 
Twins. Also See pages 
114 and 115. 
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Wolverine 
Drain Pipe Solvent 


It was only after diligent analytical research 
that the Wolverine Brass Works added to its line 
the WOLVERINE DRAIN PIPE SOLVENT. 


This Solvent is a compound of chemicaily pure 
ingredients in flake form to prevent crystalliza- 
tion. It easily dissolves in water, making a pow- 
erful concentrated solution that quickly removes 
drain pipe stoppage with no offensive fumes. 


Master Plumbers find WOLVERINE DRAIN 
PIPE SOLVENT highly efficient in their own 
work and confidently recommend it to their cus- 
tomers for home use. 


Put up in one and twenty-five pound con- 
tainers. 


Wolverine Sewer and 
Waste Pipe Reds 


For easy handling and quick, effective opening 
of clogged waste pipes and sewers, the Master 
Plumber has in the Wolverine Equipment tools 
with no equal. The Rods are made of finely tem- 
pered steel, with Rotary Head that rolls freely 
over joints and irregularities. The Holder means 
ease and safety in handling. 





Wotverine frass Works 
GRAND RaPIDS * MICHIGAN 


We Sell the Retail Plumbing Trade Exclusively 
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This issue 
of “Domes- 


the largest 
in the his- 
tory of its 
publication. 


“Our asso- 
ciation is 
attuned to 
the times.” 
—J oh n A. 
a2 uin nn, 
president, 
National As- 
sociation of 
Master 

Plumbers. 


Cur 


Every July our staff is faced with the problem of getting out an issue containing the report of the annual convention of the 
National Association of Master Plumbers. This year we were presented with an even greater problem on account of the 


Summer meeting of the American Society of Heating and Ventilating Engineers. 
the staff was equal to the task, and this issue is the result of its efforts. 


HE N. A. M. P. convention this year was the forty- 

seventh annual affair held by the association, and it 
was noteworthy in more than one respect. In the first 
place, it was the largest convention ever held in the his- 
tory of the organization, which has been noted for hold- 
ing large meetings. Another record was broken Thurs- 
day, that of longevity of single sessions, the day’s meet- 
ing lasting only fifteen minutes less than ten hours, with- 
out recess. Proof of the feasibility of introducing an 
educational feature into the convention program was the 
remarkable attendance at the educational meetings held 
each afternoon after the adjournment of the business 
sessions. These meetings proved themselves to be inter- 
esting and instructive, and delegates reported that their 
obvious practical advantage was worth the trip to Buf- 
falo. 





HE LARGEST issue ever published by 

DOMESTIC ENGINEERING deserves 
something in the nature of an unusual front 
cover, and this has been provided in this 
issue. John A. Quinn, whose photograph 
dominates the cover, was elected president 
of the National Association of Master 
Plumbers. Besides Mr. Quinn's picture, 
however, are photographs of hundreds of 
other delegates, ladies and guests in attend- 
ance at the convention. Look through 
these pictures. Perhaps you will find your 
own there, or that of one of your friends. 
The pictures were all taken at Buffalo 
during the convention, and a great many 
individuals are represented on the cover. 





N INTERESTING feature of the convention were 

the prophetic remarks made by several of the 
speakers on the future of plumbing. One speaker 
prophesied the day when the bathroom would come into 
its own, and become a large room. for recreation pur- 
poses, with exercise machines, violet ray lamps, and other 
health producing and maintaining devices. An impor- 
tant bit of business was the appointment of a committee 
to meet with the Federal Trade Commission, and another 


committee to meet with a like committee of the Heating 
and Piping Contractors National Association as a step 
toward a trade practice conference for the retail division 
of the industry. 


However, 


YourLdiler 


" yo MAGAZINE is well worth the two dollars 

a year to any man, and is worth many times over 
that to any plumber.” So T. Dennerline refers to 
“Domestic Engineering.” 





T THE Summer meeting of the 

American Society of Heating and 
Ventilating Engineers, a great number 
of technical papers were read and dis- 
cussed, to the interest and edification 
of the members in attendance. For the 
first time in the history of the society, 
the meeting was held outside the 
United States, being held at Bigwin 
Inn, Lake-of-Bays, Ontario. Aside from 
the technical reports, the mé@mbers en- 
joyed the golfing, boating, tennis and 
other outdoor activities offered by the 
island. 





OUND MOTION pictures have come with us to 
stay, and have shown a great deal of improvement 
in the two years that they have been really prevalent. 
The reasons for these improvements are that directors, 
technicians, engineers and others interested in the pic- 
tures have made a study of reasons for failures and pos- 
sible methods of improvement. “Talking Pictures Place 
New Demands on Industry,” an article being published 
in this issue, points out how problems of heating, venti- 
lating and fire protection on sound stages have been 
solved, to the improvement of the pictures, as well as to 
the safety of actors and others connected with the mo- 
tion picture industry. 





UBSCRIBERS who do heating work 
.J of any sort will be interested to see 
in the next issue an article by Prof. F. E. 
Giesecke of the University of Texas, an 
authority on heating subjects. The title 
of the article is “Pipe Sizes for Hot Water 
Heating Systems,” and it was read at the 
recent meeting of the A. S. H. V. E. 
Prof. Giesecke is well known to the heat- 
ing industry, and his article will be antici- 
pated by those who are familiar with his 
work. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


6 
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SvorHlot Water will help tocure it 


Scheel Gill Complexion: 


FyerHot Water will help tokeep it 


B.O. (B ody Odor) 
fyertlotWater helps to remove it 
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Syvertlot Heater Company 


5211 Wesson Ave. Detroit, Michigan 
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This photograph shows the 
installation of Arco Metal Pipe 
waste and vent lines in the new 
Armour-Gillis home, Kansas 
ws Mo. This pipe was cut 
and threaded on the job. 


GEO. R. JORGENSON CO., 
Plumbing & Heating Contractors 


KEENE & SIMPSON, Architects 
WALTER E. GILLHAM, Engineer 





METAL PIPE 
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CAST SEAMLESS 
For Permanence in Piping 


Cast Iron Pipe has been recognized for centuries as the material for permanent 
construction. Its fields have been limited due to its excessive weight, size, brit- 
tleness and inability to be cut and threaded at any point within its Jength. Arco 
Metal Pipe has overcome all these limitations. 


The installation pictured above is only one of many where Arco Metal Pipe 
has been used exclusively for waste and vent lines and branches of the plumb- 
ing system. 

Arco Metal Pipe is a superior corrosion-resisting cast alloy pipe, made from 
a special ni-chrome alloy iron and cast by a process which gives it greater 
flexibility and tensile strength and far greater corrosion and erosion resisting 
qualities than ordinary gray cast iron—and Arco Metal Pipe can be cut and 
threaded on the job with the same tools used on wrought steel and iron pipe. 


Arco Metal Pipe is uniform in wall thickness—true to dimensions, smooth 
outside and inside. It is cast in vertical moulds so there are no seams. 


Arco Metal Pipe insures permanence for the piping system. It is inexpensive 
and because of its insured longer life is actually an economy for any installation 
where corrosion and erosion are factors. 


Arco Metal Pipe is sold by all leading wholesalers of plumbing and heating 
supplies. Accept no substitutes. Arco Metal Pipe is melliip distinguished with 
its coat of red paint, black stripe on one side and the name Arco stenciled at 
intervals on the other. 


Ask our representative to show you a sample. Write today for complete 
information. 
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BRANCHES IN ALL PRINCIPAL CITIES 
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Jennings Vacuum Heating Pumps are furnished in capacities ranging from 4 to 400 g.p.m. of water, and 3 to 
171, cu. ft. per min. of air. For serving up to 300,000 sq. ft. equivalent direct radiation. Write for Bulletin 85. 


ctual workin g capactty 


RETURN LINE AND AIR LINE 
VACUUM HEATING PUMPS— 
CONDENSATION PUMPS— 
COMPRESSORS AND VACUUM 
PUMPS FOR AIR AND GASES— 
STANDARD AND SUCTION 
CENTRIFUGAL PUMPS—HOUSE 
SERVICE PUMPS — SEWAGE 
EJECTORS—SUMP PUMPS—FLAT 
BOX PUMPS — MARINE PUMPS 


® 








od 
HE NASH ENGINEERING Ug 41 WILSON ROAD, SOUTH NORWALK CONN. . 


is what counts! 


A vacuum heating pump should be bought on a delivered 
capacity basis. In comparing two different makes of pumps, 
the factors to consider are the quantities of air and water 
the pumps deliver under service conditions. The number of 
square feet of radiation for which a pump is recommended 
by the maker is no reliable basis of comparison. 


The purchaser of a Jennings Vacuum Heating Pump is 
furnished, when requested, with a certified test report. 
This report states the number of g.p.m. of water and cu. ft. 
per min. of air that the pump delivered when tested under 
working conditions of vacuum and pressure. And, for the 
purpose of making comparisons with other makes of 
pumps, the calibrated orifice with which the original factory 
test was made will also be supplied. 


s Pumps 
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( 4 Ng | iil mn wm Bath and Basin Supplies 
. ‘wy TA Nr nen | A ey, " = - 
SR ‘. “iy a Connected Wastes and 
NU yyy ” Overflows 
0000000000000000000000000000 Bath, Basin and Sink 


NICKEL SILVER BEAD CHAIN & Faucets 






is now Standard Equipment on Wiseco Products Concealed Bath and 
(e010) 010) 0101010) 0] 010) 010/010) 0100] 010) e]e]elelelele Shower Fixtures 


SPEND YOUR VACATION | Flush Pipe—Tank Elbows 
rm | ee —Sink Plugs 


Nickel or Genuine 
Chromium Plate 


J. B. WISE, INC. 


WATERTOWN, N. Y. 


OOO00000 















New York 
Philadelphia 
Atlanta 


Chicago 
Los Angeles . 
Seattle 


YMDVCAPZ 
UZpPr<x<D-pt 
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PRINCE OF WALES AND PARTY AT THOUSAND ISLANDS 


AT THE THOUSAND ISLANDS, ST. LAWRENCE THE STANDARD OF QUALITY SINCE 1877 


FOR INFORMATION WRITE TO THOUSAND ISLANDS GUESTS ASS'N, WATERTOWN, N. Y. 
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In sizes: 
20, 30 and 40 
gallons 


DOMESTIC ENGINEERING 
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The one big thing today that makes any product a 
money maker is ‘‘JT”’’. 


Expressed in another way, ‘‘JT’’ is the feature, or flock 
of features, that make the product so attractive, so useful, 
so necessary that folks can’t resist buying it. 


The New Hotstream 
“Internal” Automatic Storage Heater 


is just such a product. Its appearance alone, suggests unusual service. 
Unusual performance in supplying the hot water every home and 
family wants. And a simple checkup of its features shows that’s 
just what it delivers! 


Tank is the heaviest, longest lasting made—10-gauge copper bear- 
ing steel with 14-inch bottom. Outside drum is 22-gauge Toncan Steel. 
Pipe fittings—all brass. Oversize Door for easy accessibility. Up- 
front location of Drain Cock, Thermostat, Door, all fittings, permitting 
Narrow-space, or corner, installation. Extra thick rock wool Insulation. 
9-inch Legs for undertank cleanliness. 


Moreover it’s available with or without water spreader, as you 
wish. And with Slotted Burner and Snap Action Thermostat, or with 
Barber Burner and either Snap Action or Throttling Type Thermostat 
(where Snap Action Thermostat is used, heater equipment includes 
Independent Pilot). Safety Pilot available on any model at small 
extra cost; or owner may make the change-over later. 


Fully described in the new Hotstream catalog, just off the press. 
Write for your copy NOW. 


THE HOTSTREAM HEATER COMPANY 
“Makers of Heaters that Heat” 


Cleveland, Ohio 
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= ULCAN SUPERIOR,’’ Williams’ NEW Chain Pipe Vise 
holds like a grizzly bear. A turn of the handle locks 
pipe instantly in a slipless grip. 


AND THE HANDLE IS ON TOP for convenient operation 
—an exclusive ‘‘Vulcan Superior’’ feature. 


REVERSIBLE JAWS (patented) guarantee double length 3 
of life. When the teeth wear, simply unscrew the bolts and 
turn the jaws over. ‘*‘Vulcan Superior’’ is the cheapest drop- 
forged chain pipe vise in the world 
to awn, because it gives you double 
service. 
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Wholly made from tough 4 
wrought steel—no castings are 
tolerated. DROP-FORGED base, 
jaws and handle. Unbreakable, — 
Compact, —Rapid,—Positive. Fully 
Guaranteed. 
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J. H. WILLIAMS & CO. 
“The Drop-Forging People’ 
New York BUFFALO Chicago 
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TWO SIZES: 
No. 11 for \% to 2%-in. pipe. 
No. 12 for \4 to 4%-in. pipe. 
Each takes pipe % inch larger than 
other chain pipe vises of similar size. av A > ¥ 
ph rs a z 


CHROME-PLATED FINISH "ative tth 


SUPERI 
CHAIN PIPE VISE & j 
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THE CELEBRATED SKIP TOOTH DIE 


(Genuine Nye) 
REG. U. S. PAT. OFFICE 


4. ah. a “a 2 an ~ _ 





A Letter Suiains 





Nye Solid Dies 


The Nye patented feature of 
removing every alternate tooth in 


the back of the die to reduce fric- . 





tion is used in Nye-Solid Dies. 
These dies are hardened and tem- 
pered in oil and made of finest 
tool steel. * 





Nye Four-Way Solid 
Die St 


Complete with %, %, % and 
l-inch Dies. 
cna 5 ws nnse abe e $12.25 





Nye Self-Locking Vise 


NO. GD 36 be Fic ncccccs $2.82 net 
No. 10 to 2’....... 3.34 net 
No. 20 \% to 3%”....... 5.00 net 
No. 30 % to 41%"....... 7.33 net 


 - on 


Nye Saunders Pipe 





Cutters 
OS a ee ere $2.00 net 
ae ree 3.00 net 
he Suns om ance eae ¥s 7.33 net 
rs oo wih gs hiltbie vi 12.00 net 
MTN no bf Cds vem eed 18.67 net 


CC 


Nye Closet Spud Wrench 
(EE re $0.50 


—~”< oSE ee ad emenadl 


Harry G. Nye 


July 13, 1929. 


To the Plumbers and Steamfitters of the 
2. a ae 


‘A banker friend of mine—I never tried 
to borrow any money from him, that’s how we 
happen to be friends—has asked me to write a few words in the 
banker’s defense, if any. He says that bankers are very much 
misunderstood, although none of them ever spoke to me yet so 
that I didn’t know what he meant. 


A bank. is a place where you put your money, so you can 
borrow it back again when you need it, if the bank still has 
it, and will let you have it. The bank pays you a certain per 
cent, if you leave it there long enough, and charges you a 
certain per cent, if you bring it back soon enough. But if 
you think it’s the same per cent, you’d be surprised. 


When you deposit your money the banker gives you a little 
book in which is set down how much you have put in. But this 
book doesn’t mean what you think. It doesn’t promise a darn 
thing. A bank never breaks any promises, because it is care— 
ful never to make any. This book is just to show you how 


much you lose if the bank busts. 


Of course, when you go back to borrow money at the bank, 
the money the banker lets you have, if by any chance he does, 
is not the same actual money you recently deposited. The 
banker has already lent that to somebody else. What he lets 
you have is the money some other fellow just brought in. And 
so on. 


You remember the man in the circus who used to keep seven 
balls in the air and one in his hand? ‘Well, that’s where the 
banker got his big idea. He always has some money on hand, 
but the other seven—eighths is somewhere else. The banker 
simply figures that all of us won’t all want all our money all 
at the same time. But, darn it, sometimes we do. 


However, a bank is one of the two best ways to save 
money. The other is to buy Nye tools; they work so much 
faster and easier and last so much longer than all others that 
they save a plumber or a steamfitter or an electrician a lot 


of money. 
Bank on us, KH P. Vip. 


OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 Fullerton Avenue Chicago, Illinois 





Copyright 1929 by Harry G. Nye. 
. All rights senerved. 





THE CELEBRATED SKIP TOOTH DIE 


(Genuine Nye) 


REG. U. S. PAT. OF FICE 
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he The Red Top boss cast integral 
with casing, forming upper guide 
for piston. 













Non-corrosive nickel mixture pis- 
ton. 


















Smooth, uniform bronze 


castings. 








Brass screws drilled for 
sealing. 






























Solid lead ball cast in 
sections permitting relief 
at 50, 75, 100 and 130 
pounds. 


This joint is not 

water tight and re- 

lieves if outlet is 

accidentally or pur- 
d up. 
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Special nickel mixture seat 


hues: ih Sf Me Soa : 
SE 2 1 ae ee 












which cannct corrode or Outlet drilled and tap- 
stick. ped for )%4 inch pipe 
connection. 











Inlet threaded for standard 
14 inch pipe fitting and 
equipped with tinned cop- 
per screen. 









Brass guide which accurately 
holds piston over seat. 
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Sectional view, Model No. 1 Red Top Relief Valve 





The story of this valve 
is in this folder 


COPY of “Protection” points out forcefully 

the need for a relief valve to forestall explosions 

in domestic hot water supply systems. The folder 

shows how well the Red Top Relief Valve meets 
this need. 


A copy, or a supply of copies to help you in your 
sales work, will be gladly sent on your request. 
Make use of the coupon on the opposite page. 


Reter » $ 
A To . : 

oq a) 
“Es” ; 


APPROVED! Red Top Relief Valves are approved by the 
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A heritage of leadership 


Red Top Relief Valves were first put on the market a 
number of years ago. At the very outset they enjoyed 
a long-standing heritage of leadership. For they were 
backed by an organization that had established a rep- 
a utation for dependable water meters—azid by this token 
 & an organization that knew the pluinbing industry’s 
t point of view through and through. 


Red Tops, however, soon established a leadership in 
their own right. Response from the trade, and {home 
owners was immediate. It was favorable, and has re- 
mained so. The keynote was expressed by a contractor 
who wrote that he had “no trouble convincing a cus- 
tomer that he ought to have one in the house.” 





The feature of simplicity in design and operation con- 
tributes to Red Top leadership. 


: The reliable positive action of Red Top Relief 
3 Valves won for them the official approval of 
A the Underwriters’ Laboratories, Inc., America’s 
foremost testing organization. 





NEPTUNE METER COMPANY 


: Main Office: 50 East 42nd Street, New York, N. Y. 
: Factory: 192 Jackson Avenue, L. I. City, N. Y. 


A No. 2 Red Top Relief Valve, 
and any. air-tight tank of 





BRANCH OFFICES 


Atlanta, Ga......... 254 Spring St., N. W. Los Angeles, Cal...... 701 E. Third Street. g00d make are the only two 
Boston, Mass............ 141 Milk Street. Portland, Ore.............. 474 Glisan St. special parts required for the 
ee 130 N. Jefferson St. San Francisco, Cal..... 320 Market Street. most efficient, low-cost system 
eo ee 1700 15th Street. Dallas, Texas......... 2054 Commerce St. of hot water heating. 


—_ 
4 ae 
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est P roducer of Rubber 
ase a\tylinetoyou 
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Here is a complete line of 





The line is exclusively yours. The 
handy man cannot buy or install it. 
a * S. ** Royal Maroon products, due 
to their quality protect you from 
complaints and insure satisfied cus- 
tomers. 


See your jobber today and ask for the 
"Ee ‘Ss. *» Royal Maroon Catalog or 
write us direct. 


| quality rubber products 
scientifically designed and 
made by the world’s largest 

| producer of rubber. 


United States @ Rubber Company 


Executive Offices: 
1790 BROADWAY, NEW YORK CITY 


Us S.20’"MAROON LINE 


Plumbers’ Rubber Specialties 
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WELDING EQUIPMENT FOR PIPE 
INSTALLATION AND REPLACEMENT 


AIRCO OXYGEN oe AIRCO ACETYLENE ew AIRCO-DAVIS- 
BOURNONVILLE WELDING AND CUTTING APPARATUS 


Manufacturers and distributors of Airco Oxygen, Airco Acetylene, Airco National Carbide 


Baltimore Chicago Los Angeles Philadelphia 
Bettendorf, Ia. Cleveland Louisville Portland, Ore. 
Birmingham Dayton Milwaukee Pittsburgh 
. : Richmond 
Boston Detroit Minneapolis Senttie 
Buffalo Emeryville, Calif. New Orleans St. Louis 
Charlotte, N. C. Jersey City Oklahoma City Wheeling 
88 Plants Home Office: 342 Madison Ave., New York City, N. Y. 115 Warehouses 




















AND SUPPLIES 


Piping installed by oxyacetylene welding and cutting is constantly showing 
advantages over installations of the older type. 


Pipe may be quickly cut to any length right where it is needed, with the cutting 
flame. Any kind of joint may be conveniently welded in practically any position 
and—it does not leak. 


Airco Oxygen and Acetylene are unexcelled for either welding or cutting and 
Airco-Davis-Bournonville Apparatus has set a standard for excellence since the 
introduction of the process. 


The 8888 Combination Outfit illustrated below is especially adapted to piping 
work. The welding torch with its selection of tips, is efficient on light, medium 
and heavy welding, and with the cutting attachment any section likely to be 
encountered may be quickly and economically cut. 

















Write to the nearest office listed below for further information 


AIR REDUCTION SALES COMPANY 


Airco-Davis-Bournonville Welding and Cutting Apparatus and Welding Supplies 
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Jhehew MY E 


WaterSystem. 














FS Self oitin 


Home 











Better built-—perfection of performance 
—everything for customer satisfaction 
and convenience—this splendid Myers 
Self-Oiling Home Water System marks a 
new epoch in water service for homes, 
farms, summer cottages, camp sites and 
other places where running water at the 
turn of a faucet is desired. 


Carefree, economical and reliable serv- 
ice — complete automatic control — tell 
the story of Myers improvements that 
bring labor saving running water facili- 
ties to every home or farm beyond the 
limits of city water mains. 


Self-oiling, self-starting, self-stopping, 
safe and reliable with an added feature, 
exclusively Myers, to automatically con- 
trol the volume of air and water as it 
enters the pressure tank—there is noth- 
ing left to fuss or bother with—running 
water at the turn of a faucet, day or 
night, without frequent oiling or adjust- 
ing, without starting or stopping, with- 
out air bound or water logged tanks to 
contend with—Myers Self-Oiling Home 
Water Systems are designed and built by 
experts to satisfy the modern demand for 
mechanical perfection. 


_ The day of running water con- 
veniences for the American home 
and farm is here. Those who 
recognize the opportunities it 
presents for business and profits 
are turning to Myers Self-Oiling 
Water Systems—the line with a 
dependable size and style for any 
installation up to ten thousand 
gallons of water per hour. 


3F R 


ry 


VACUUM 
RME 


a= 


~ 


Your inquiry by mail or by 
wire will have prompt attention. 


TH F.E.MYERS & BRO.¢o. 


ASHLAND, OF! 


ASHLAND PUMP AND HAY TOOL WORKS 
PUMPS - WATER SYSTEMS - HAY TOOLS - DOOR HANGERS 
ee 
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> YOUR FITTING PROBLEM 
IS SOLVED WHEN YOU 














hold tight 


eee as long as 


the building stands 








SAY SQUARE “GEES” 





SQUARE 
Pipe 









MALLEAG LE, CAST IRON 














LAD to be around—glad to be hus- 

tling and working with you—that’s 
the spirit behind Square “Gees” —as 
square with you and your profits as its 
first name. 
Threaded on tapping machines especial- 
ly designed and patented by us — in- 
spected by men whose entire time is 
taken up in gauging and checking the 
taps, Square “Gees” come to the job 
with deep, clean, precise and hug-me- 
tight-fitting hoon 
The recessing helps snap things through 
—helps cut out the fumbling. The husky 
beading gives a big enough grip for the 
wrench to grab hold without wrestling. 


Made of the cream of raw materials— 
processed in a way that reverses the 
usual foundry practice by bringing the 
molds to the metal instead of carrying 
the metal to the molds, Square “Gee” 
definitely snuffs out any danger of sus- 
picious or leaky fittings. 

Don’t say “send me some fittings”—ask 


for Square “Gees”. 


The GRABLER MANUFACTURING Co. 
gnd its subsidiary Grabler-Republic, Inc. 
4900 Euclid Building - Cleveland, Ohio 












Fittings ; 








ORAINAGE, SRASS 
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HOTEL NEW YORKER 
fo ae fee an Gta: 


es in ae Gee a Oh 
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THE NEW YORKER—NEW YORK CITY 


Another triumph in building wonders . . . New York’s tallest and largest hotel . . . joins America’s long list of im- 
posing hostelries. The New Yorker’s towering lines of beauty, its luxury and comforts are backed by quality material, 
particularly in the mechanical part of the structure . . . its major pipe tonnage bears the name NATIONAL Copper- 
Steel Pipe . . . especially resistant to atmospheric corrosion in soil, waste, vent lines and rain leaders. 


Ask for Bulletin No. 11—Copper-Bearing Steel Pipe. 


NATIONAL TUBE COMPANY, PITTSBURGH, PA. 
Subsidiary of United States Steel Corporation 


NATIONAL COPPER-STEEL PIPE 
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among dealers 





Announcements of Piatt Oil Burning Water 
Heaters merely stated the facts about Piatt 
combustion principle and how it brought 
about safe, automatic, economical operation. 


And how enthusiastic dealers became when 
they saw the Piatt in actual operation. En- 
thusiasm made them tell how the Piatt 
heated 10 gallons of water at a cost of only 
1 cent for furnace oil—how springs, weights, 
wicks, pressures and electrical devices were 
done away with—how moving parts gave 
way to durable cast iron parts—how ashes, 
dirt and soot were replaced with the most 
nearly carefreé, entirely automatic operation 
ever known to. users of water heaters. 


Here is the whole story. Everyone needs 
hot water every day. The need is met 
safely, efficiently and economically by the 
Piatt. Consequently the Piatt offers excep- 
tional opportunities for profitable business 
that is entirely non-seasonal. 


There is still some choice territory in which 
to sell Piatt Oil Burning Water Heaters. 
Send the coupon and learn why this 
sells against almost any competition. 


MOTOR WHEEL CORPORATION 
nae Listed 
Heater Division ne stendesd 
by Under- 
writers’ La- 
boratories. 


LANSING MICHIGAN 
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BURN OIL 


No announcement in years 
has caused so much comment 


SAVE TOIL 
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| AT OIL Burninc 
APPLIANCES 











HEATER DIVISION * > MOTOR WHEEL CORPORATION 





Motor Wheel Corporation, Heater Division, LANsiNG, MICHIGAN 


~| 


Send me at once, full information and profit-building plan on the Piatt Heater. I am not obli- 
gating myself but will study the detajls carefully. 
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f BLUE SEAL PRODUCTS 
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from 


Manufacturer 
to Wholesaler 






to Dealer 





NEW PRICES ON } 
BOILER LIQUID 


Write for lists 


to Consumer 
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[KOVEN| — 
SANITARY SEPTIC TANKS 


Cover Bolts. || 
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OUTLET LET. 
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Sludge Chamber 














. 38° 


Septic Tank surety is the one 
big thing you want to give your 
customer when you install for 
him a sewage disposal system. 
The way to do it is to install 
Koven Tanks. They have every 
requisite with which to give 
protection — Blue Annealed 
Steel — Asphalt Composition 
Coating — proper design and 
most important of all — 
superior workmanship. 





A Detailed Descriptive 
Booklet will be gladly 
mailed upon request. 


L.O. KOVEN & BROTHER, INC. 


154 OGDEN AVENUE, JERSEY CITY, N. J. 
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J. A.Zurn Mfg. Co. 
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8 eee ee — 


Erie, Pa.USA. 





To the Plumbing Industry: 


It is indeed an unusual event for a company to find it necessary, in 
the course of its development, to completely outgrow its existing 
quarters and to embark on a building program which means the moving 
of its entire organization as a single unit. 


We have just accomplished this in locating in our entirely new plant, 
of which we are justly proud, and the need for this step bespeaks the 
regard and loyalty of the host of plumbers and jobbers whom we have 
had the privilege of serving for over twenty-five years in an ever 
increasing measure, and it is the sole and only purpose of the entire 
resources of this new plant and its working organization to up-build 
and develop the plumbing industry, and to only manufacture such 
products as are used and required by the plumbing trade. 


The order of the day is association and cooperation and we heartily 
offer our support and affiliation with every forward working movement 
toward the advancement of our common interests, and if we can assist 
the industry in attaining those goals for which it is striving, we 
shall not have built in vain. 


I extend my personal thanks to those whom we have been serving and who 
have made our new plant possible and invite their criticisms and sug- 
gestions regarding our products or service and if, perchance, you are 
not acquainted with the high quality of our material and the service 
we are able to offer, we ask the opportunity of proving our claims. 


Respectfully, 
-: 
President. 
JAZ: AM J. A. ZURN MFG. CO. 


P.S. We invite you to visit us and inspect our new plant at any time. 


OP A OC TR eT IP IY ee: ao 
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“Paimer” Back Water Traps 
Floor Drains, Plain & Back Water 
“Guardian” Floor Drains 
“Guardian” In-A-Hub Back Pressure 


Device 

“Ideal” Cellar Drainers, Automatic and 
Non-Automatic ' 

Back Water Seals 


Bell Trap Cesspools, Loose and Hinged 
Round Cesspools ° 

Shallow Cesspools 

Hydrant Cesspools, Plain and Bell Trap 
Sand Traps 

Side Outlet Cesspools, Loose and Hinged 
Cellar Traps 

Stable Cesspools 

Cesspools, Tapped and Threaded Outlets 
All Brass Cesspools, All Styles 

Iron Body Cesspools, Brass Top 

Brass Shower Drains 

Cesspool Plates, Round and Square 

Bar Strainers 

Iron and Sewer Pipe Strainers 

Round Sinks 

Cleanout Tees (Dandy) 

Y and \% Bends with Cleanouts 
“Supremo” Cleanout Plugs 


Brass and Iron Cleanout Plugs (Trap 
Screw Ferrules 


Rubber Testing Plugs 

Stack Base Fittings 

Soil Pipe Fittings 

Insertable Joints 

Vent Fittings 

Vent Caps 

Closet Bends (All styles) 
Drive Ferrules 

Closet Flanges, Brass and Iron 
Bell Mouth Bushings 
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Drainage Fittings, Iron and Brass 
Slip and Calk Drainage Fittings 
“Adapto” Insertable Hubs 
“Niagara” Waste & Vent Fittings 
Brass Pipe Plugs 

Cast Iron Pipe Plugs 

Brass Pipe Caps 

Stamped Pipe Straps 

Ceiling Plates 

Floor Flanges, Iron and Brass 
Extension Pipe Hangers 

Flange Unions, Standard and Extra Heavy 
Brass and Iron Union Ferrules 

Drum Traps (All Styles) 

“‘Adjusto” Bath Traps 

“Cleanseal’”’ Drum Traps 

“Sentinel” Resealing Bath Traps 


“Sentinel” Resealing Sink Traps (Brass 
and Malleable Iron) 


Cast Iron Sink Traps (All Styles) 
Sink Collars and Couplings 

Sink Strainers 

Sink Brackets 

Drain Board Brackets 
Refrigerator Drains (All Styles) 
Steel Laundry Tray Stands 

Steel Laundry Tray Legs 

Cast Iron Laundry Tray Legs 
Ring Boiler Stands (All Styles) 
Boiler Rings 

Tripod Boiler Stands (All Styles) 
“Economy” Range Beiler Stands 
Melting Pots 

Malleable Iron Ladles 

Babbitt Ladles 

“Tripoli” Water Filters 

Brass Heating Elements 

Gas Burners (Full line) 


Gas Mixers (Full Line) 


MFG. COMPANY 


PENNA. 


Patent Pending 
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The Pump the Trade 
has Waited for— 
and Demanded — 


is Here i 


OR years Plumbing and Heating Contractors, Engineers and Architects 

have demanded a BIG PUMP of the BURKS CHARACTERISTICS. For 
years we have been experimenting to produce such a pump—worthy of the 
name BURKS—and now, after thorough tests that have satisfied our strict 
engineering requirements, we offer 





THE BURKS MODEL D 


A Super-Turbine Pump of Super-Ability | 





It embodies all the engineering character of the well-known BURKS SUPER- 
TURBINE PUMP (for home water systems), but DESIGNED FOR HEAVY 
DUTY—larger capacity jobs—water supply for such installations as fac- 
tories, hospitals, office buildings, hotels, large estates, etc., also for cir- 
culating, booster work, etc. 


Capacity and Horse Power Table—also Price Table—is contained 
in BULLETIN No. 88—NOW READY! Write today for your copy. 


DECATUR PUMP 
Manufacturers of 
DECATUR 


BURKS 








BIG 


RKS 


PUMP 


oo ON 


10. 
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MODEL D — Three Sizes 
Balanced Hydraulic Load—600-800-1000 Gallons per Hour. Fully Guaranteed. 


10 REASONS FOR 
BURKS SUPREMACY 


. Only one moving part—no metal-to- 


metal contact. 


. Self priming—Pumps air alone to high 


pressure. 
Pumps water alone to high pressure. 
Pumps air and water mixed to high 
pressure. 


Operating working pressure 100 Ibs. 


. Stainless steel, acid-proof, non-corrod- 


ing shaft—carried in oversize ball bear- 
ings. 


. New type Burks full-floating packing 


gland. 


. Impeller and raceway of cast bronze. 
. Balanced Hydraulic Load—insuring 


minimum torque. 


Extremely compact and neat in appear- 
ance. 


COMPANY 


ILLINOIS 
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MUSHROOM |] 


NOWaNew Size Piraba 
to Fit Special Valves 
















Three Mushroom Parabals—the “‘Large,’’ ‘*Medium” and ‘‘Small’’—have 
gone out and proved their worthiness. Like pioneers, they have cleared 
the way and established themselves as ‘‘the world’s best tank balls.”’ 


Now comes the ‘Special’? Mushroom Parabal—of the same high quality 
as its older brothers—of the same Mushroom Parabal quality that is de- 
manded everywhere. It comes to fit a specific need. It exactly fits odd size 
valves between 214” and 214” which you often encounter. 

The Mushroom Parabal Display Stage may be obtained free of charge. In 
it you may display all 4 sizes of the Mushroom Parabal if you wish, or 
any one, two or more of the other W-W Tank Balls as indicated. It will 


increase your sales. 


Send coupon for further information 


ICE ~ ThisTank Ball Display Carton 


























a ay , 756 


MUSHROOM 


Parabal 





A TT er 7 memes seer ow es 


Wo Oo aw a rd-Wa n g e Yr Co.| e| WOOD WARD-WANGER CO., 1112 Buttonwood St., Phila. 


- ——— me .* ...doz. Fp agg gpm ra 
arabals that fit 244" and 2%” valves. Also complete 
Philadelphia, Pa. details of the Woodward-Wanger advertising and mer- 
| chandising campaign. 
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Chicago, Il. Oakland, Calif. 




















July 13, 1929 







DOMESTIC ENGINEERING 





"ta 


- 5 
, \ 
¢ ys 
AY 
7 y 


Y 











y; Another Way Kohler 
I/ 











an Helps Plumbers * 
iP ee Y/ Make More Money 2 
= | 

















Show your customer that Kohler Flint-gloss enamel is proof 
against the destructive action of fruit and vegetable acids 


RES: 





«Ves, Ma’am, 
KOHLER acid-resisting enamel 
is certainly worth the difference” 


Sell a woman a sink with Kohler Flint-gloss acid-resist- | Kohler formula that makes it superior in hardness 
ing enamel and you have a better satisfied customer— —_ and durability. 















it and you make a bigger, more profitable sale. , Push Kohler Flint-gloss and get away from the price 


Point out how fruit and vegetable acids dullthe lustre | competition of the plumber who sells inferior ware. In- 
of ordinary enamel. Show that Kohler acid-resisting en- _—‘ terest your customers in quality that the other man is 
amel is proof against this action—never unable to match at any price. 





oo Bostns . New 72-Page Book in 
loses its brilliant, easy-to-clean polish. Coller to give to your The Kohler line offers you the new 
Then explain that Kohler enamel has best prospects and better products and exclusive fea- 


always been famous for higher quality, | Showsbathrooms, kitchens,laun- | tures that enable a real salesman to do 


and that Kohler Flint-gloss acid-resist- dries, color schemes, suggested | 4 yeal selling job. Tie up with this line 
retail prices. Send for a supply. 








ing enamel is produced by an exclusive that helps you make more money. 


Kou ter Co., Founded 1873, Kohler, Wis. + Shipping Point, Sheboygan, Wis. + Branches in Principal Cities 


KOH LE Ror KOHLER 


nn PLUMBING FIXTURES 


INDUSTRIES BUREAU 











LOOK FOR THE KOHLER TRADE MARK ON EACH FIXTURE 
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Found only in the 


ARCO PACKLESS 


HOT WATER VALVE No. 901 


PACKLESS Same packless features used on hundreds of thousands of Arco 
Packless steam valves without one failure. 


EQUALIZING — Gives every radiator proper circulation without breaking pipes 


or using lead gaskets—Assures perfectly balanced job —Saves fuel. 


SWINGING PLATE Famous Arco Swinging Plate—Acts as tool to keep 
valve clean. Accumulation of sediment and sticking of valve is impossible. Concave 
plate reduces friction—insures full circulation. 


Greatest improvements ever introduced in hot water valve construction. All 
of these features in the 901 can be had for practically nothing—only a few 
cents more per valve. Compare with the cheapest valve you know about. 


Your owners will appreciate these refinements and—for them—will gladly 
pay ten times the cost difference to you. It’s worth it to owners. And 
it’s your Opportunity. 
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Model “ A”? Unit with doors open 


nRPH YI 


Concealed Lavatories 





Be sure to get all the facts 
about the Murphy Con- 
cealed Lavatories. It will 
pay you to doso.... The 
Murphy Concealed Lav- 
atories give extra wash- 
room facilities without 
‘isensaniie requiring floor space or 
without splattering ¢]losetroom. They areself- 
contained Units that fasten to the studs 














rectly with the bowl. The inside of doors 
and cabinet is porcelain. All corners are 
rounded ... The standard exterior finish 
is durable enamel in grained mahogany. 
Also furnished in flat tones if desired so 
that cabinet can be finished to harmonize 
with room decorations. Installation is 
very simple. Standard trap and pipe fit- 
tings are used. .. . You can sell Murphy 
Concealed Lavatories to almost every 
owner of a home, rooming 





in a four inch partition and 

extend only three and a half | 
inches from the wall. The china 
bowl tips up when not in use. 
Tipping the bowl empties it 
without splattering water. 
There are no flexible tubings, 
no swivel joints, no drain or 
overflow pipe connecting di- 


















house, apartment or office 
building. They are just what 
people need and it costs little 
to have. Get the facts on 
profits. Write today. Murphy 
Door Bed Co. of Chicago 
(Plumbing Fixture Division), 
923 S. Keeler Ave., Chicago, Ill. 
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The bottom lifts out 
giving full access to 
plumbing 
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Brass Pipe Fittings of Character 


Mueller Brass Pipe Fittings have the advantage of more 
than three generations of brass making behind them. During 
this period Mueller Brass specialists and engineers have had 
ample opportunity to study every development made in 
the manufacture of brass fittings. 


Mueller fittings are of a heavy pattern flat bead type. 
Where the tensile strain is greatest (at the edge of the 
fitting) the bead is reinforced with extra metal sufficient to 
resist the screwing-up strain, making it possible for the 
plumber to install screw joints that will be water-tight, 
strong and permanent. 


Sand holes or other detrimental flaws will be found to have 
been completely eliminated in Mueller Brass Pipe Fittings. 
Clean cut threads of standard gauge and size make your 
work easier and more profitable when you use Mueller 
Brass Pipe Fittings. 


THREE GENERATIONS OF BRASS MAKING 








PORT HURON - MICHIGAN 
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| Mueller built-in equipment 
7 as accessible as exposed plumbing | 





Mueller built-in equipment eliminates the old 
bugbear of the panel behind the tub. The vital 
parts are as accessible as in a job of exposed 
plumbing. 


In the Mueller Over-Rim Tub Filler the 
replacement of a washer or other repairs can be 
quickly and easily made. There is only one 
packing in each valve and that is outside the 
wall. This fitting has all the well-known 
Mueller beauty of design and lasting construc- 
tion with extra deep china escutcheons and 2 
large china cross handles. 3 





The new Mueller Pop-up Drain for tubs is 
another Mueller refinement that eliminates 
bathroom troubles. All working parts are 
removable from the inside of the tub without 
breaking a joint. Positive in action and so 
simple there is nothing that can get out of 
order. Send for special information. 


MUELLER CO. (Established 1857), Decatur, Illinois; 
Branches: New York, Dallas, San Francisco, Los Angeles; 
Canadian Factory: MUELLER, Limited, Sarnia. 
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Wait! Think about this before you 
turn the page. Would you like to 
knock twenty minutes hard work 
off every hour you spend cutting 
threads? Well, you can. 


Actual laboratory tests prove that Green- 
field Pipe Tools reduce labor 14. Figure 
it out. It cuts a lot out of a day’s work. 
And that’s only part of the story. Those 
same laboratory tests show that Green- 
field tools do better, faster work and wear 
longer. 


The cutting edges of the dies are accu- 
rately spaced so that each tooth cuts 
uniformly. This feature eliminates un- 
even wear and materially reduces friction. 
Accurate work is assured because the 
angle of cutting rake is positively estab- 
lished on each Iand. Nor will the die clog 
or jam, for each thread is_ perfectly 
relieved. 


These are only a few of the many advan- 
tages offered by the new Greenfield Pipe 
Tools, but they help explain the remark- 
able superiority of Greenfield Adjustable 
Pipe Stocks and Dies. 








. GREENFIELD ’ TAP AND DIE 
y CORPORATION 
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OW you can do one hours work 


























But, of course, there is only one way to be con- 
vinced of the value of a tool and that Is to use It. 
So that is what we ask you to do. Get a set from 
your dealer and use it—test it for accuracy, for 
ease of turning, and for results. Then you will 
clearly see how Greenfield Adjustable Pipe Stocks 
and Dies can knock 20 minutes off an hour’s work. 


Greenfield also markets another grade for the man 
who wishes a more inexpensive set,—the ““OK”’ 
Square Die Set. This is created by the same 
excellent workmanship and has the same free 
cutting qualities that characterize Greenfield Ad- 
justable Pipe Stock and Die Sets. Write for the 
new Greenfield Pipe Tool Catalog. 














GREENFIELD, 





4 MASS., U.S.A. 


New York: 15 Warren St. Chicago: 611 W. Washington Blvd. Detroit: 228 Congress St., W. 


Canadian Plant: Greenfield Tap & Die Corp. of Canada, Ltd., Galt, Ontario 
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“STASCO No.358 
Empire White 
: Finish 





What we call the “Empire 
White” finish is not at all an 
ordinary commercial sprayed 
job. Both our formula and our 
spraying method were developed 
by us, and are exclusively used by us. 


Therefore, the Empire White 
“STASCO” Seat cannot be judged by 
any other sort of seat. Since 1909 we 
have been spraying “STASCO” Seats 
with pure sheet Pyralin by this process 
of our own, and eversince that timethese 
seats have been successfully withstand- 
ing the telling test of practical service. 






























The “Empire White” finish is sprayed white and it 
has always stayed white—without cracking or dis- 


P coloration. 





VE 
LE 





An unusually “white” white coating, smoothly and 
seamlessly enclosing a strong, sturdy core of clear, 


hard birch or maple, gives “STASCO” Seats their 
lasting beauty. 


Why not get full information about the 
“STASCO” line by writing us for it, today? 
The moderate price and fine appearance of 
these seats sell them rapidly. 


STANDARD TANK & SEAT CO., Camden, N.J. 


TASCO 
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“STASCO” No. 360 
Empire White 
Designed to reduce the visibility 
of the nickeled hinge, presenting 
only the clean “Empire White 

finish. 


“STASCO No. 196 
Empire White 


\ 
All-white even to the hi , this 
seat, like all “STASCO” 


“Empire White” Seats, is fully 
guaranteed. 


~~ 
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Write us for 
complete 
catalogue 
and detailed 


information. 
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In the Coil Boiler, all the heating 
surface is in the combustion 
chamber. Consequently every 
bit of it is reached directly by the 
radiant heat. 


This together with the fact that 
the Coil Boiler has in many cases 
50% more heating surface than 
the average boiler is convincing 
proof of superiority. Hundreds 
of contractors who have installed 
the Coil Boiler report a savings 
for their customers of up to 30% 
on fuel bills. 










Baty Pl Aarne 







MONITOR BOILER COMPANY 


1505 Race Street 3 


’ & & 


Philadelphia, Pa. 
































All heating surface, 
being in the com- 
bustion chamber, is 
reached directly by 
the radiant heat of 
the fire and is tre- 
mendously effect- 
ive as compared 
with indirect or flue 
surface. 
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Chicago’s New Civic Opera Theatre 


Architects and Engineers 
GRAHAM, ANDERSON, PROBST & WHITE 
Plumbing Contractor 
M. J. CoRBOoY CO. 
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showers. 


the building shown above. 


Temperamental Opera Stars do not 
want temperamental showers 


Shower baths equipped with 
Powers mixers do not get 
temperamental. They never 
surprise you with a jolt of cold 
water one minute and a “shot” 
of hot water the next—but 
always keep the temperature 
of the shower just where you 
want it. 

It’s entirely different from 
other mixers. Two remarkable 
features assure the safety and 
comfort you want in a shower. 
They are: 

Pressure Equalizing Valve 
—Without this important fea- 
ture a Powers Mixer would sim- 
ply be another shower mixer. 
This valve is a floating piston 
which controls and equalizes the 
pressures of hot and cold water 
before they enter the mixing 
chamber. 


page 


lists 


roughing-in 


It safeguards the bather from 
the annoying temperature fluc- 
tuations caused by pressure 
changes in supply lines due to 
use of nearby showers, faucets, 
flush valves, etc. 


Safety Stop—Can be set to 
limit the delivery temperature 
of the shower. Two important 
advantages are gained through 
the use of this safety stop. 

It protects the bather from 
scalding caused by a “dead end”’ 
in the hot water supply line. 

2. It saves fuel by eliminat- 
ing waste of hot water. 

Write for this Book—Our 22 
shows test data, 
dimensions, 


and 


of hundreds of 


users who have brought their 
showers up-to-date with Powers 
Mixers. 
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The Powers Shower 
Mixer for individual 
More than 25 of 
these are being installed in 
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The Powers Thermostatic 
Water Controller 


Warm Water Outlet 












































Hot Water Cold Water © 





Adjust 
Here 










For group showers, baby baths, continuo ~ 
flowing baths, car washing, etc. Scalding water can a 
pass through this controller. Failure of cold wav 
supply instantly shuts off the delivery. Simple 
design. Rugged Construction. Write for 12-page folie 


Applied to 


Group Shower 











For shower baths, wash sinks, car washii” 
etc. Steam at 10 to 100 lbs. pressure and cold wa i 
at any pressure, piped to this mixer will give 7 
COLD — WARM —or HOT water instantly. Pa® 
tively Safe! No “shots” of hot or cold water—) 
noise or water hammer. Write for Bulletin No. 207 


THE POWERS REGULATOR COMPANY a 


35 years of specialization in temperature control Bs 


General Eastern Office 
137 East 46th St., New York City 





General Offices and Factory 
2720 Greenview Ave., Chicago, III. 


Offices in 35 other cities — See your telephone directory 


Canadian Powers Regulator Co., Ltd. 





106 Lombard St., Toronto, Ont. 












atic 





Vater ep 






imple > 
age folie 
































July 13, 1929 





DOMESTIC ENGINEERING 








UNANIMOUSLY 
ENDORSED 





Automatic 


Pressure 
P Regulator 












Welded Steel 
Cushioning 
Chamber 
and Tank 
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a HP. “Fresh Water”’ 
epulsion ‘ 
Connection —" Junior 
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This sturdily constructed 
outfit will supply sufficient 
running water, from shal- 
low well or cistern, to 
meet the demands of the 
average household. It is 
powered by a 4 H. P. 
60-cycle AC motor and has 
a capacity of 210 gallons 
an hour. 


EALERS handling the ‘Fresh Water’’ Junior 

constantly voice their approval of this recent 

addition to the Goulds’ line of pumps for every pur- 

: pose. The outstanding design, construction and 

a quality—and better value—appeal to them as well 

, as to their customers. If you have not stocked the 

Goulds “‘Fresh Water” Junior, it will pay you to 
l 4 write to-day for details. 


GOULDS PUMP 


Seneca Falls, N.Y. | 


Branch Offices: 
Citizens & Southern Bank Bldg., Atlanta, Ga. 16 Murray St., New York, N. Y. 
194 Congress St., Boston, Mass. 111 North Third St., Philadelphia, Pa. 
12-14 South Clinton St., Chicago, IIl. 636 Henry W. Oliver Bldg., Pittsburgh, Pa. 
1902 Second National Bank Bldg., Houston, Tex. 705 Kennedy Bldg., Tulsa, Okla. 
Union Trust Bldg., Cleveland, Ohio 






































= cutting is being done with a 
Saunders Type cutter but with this 
important difference: the block rides 
firmly against the screw rod all the time. 
There is no time lost putting the block 
in position by hand —no lost time or 
lost motion in put- 

ting the cutter on a 


Bag or pipe or taking it off. 


6! ts a Trimo-Saun- 


Knife 
Tooth 








or all tyRC%. Gnely 





SAUNDERS TYPE. 


With this Important Difference 


ter W wheels 
+4100 
a e vanadi the 
any of cut- 
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ders Cutter — that’s why, the 
only Saunders Cutter with a 
spring. You can’t see the 
spring, but you sure can see 
the difference it makes. 


This finely made Trimont prod- 
uct is the result of a careful 
study of the plumber’s needs. 
Every Trimo-Saunders is hand 
tested before it leaves the 


factory. 





_ vee plade wheel TRIMONT MFG. CO., INC. 


Roxbury (Boston), Mass. 
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BY-PASS 
REGULATOR 
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Simplicity of construction—that assures long life without 
adjustment; simplicity of operation—that eliminates labor for 
the plumber; there you have the Curtin Ballcock. Designed 
by,a ‘plumber after forty years’ experience—made to operate 
for years without trouble—to give full volume of water at all 
pressures, quietly, without roars, hisses, and gurgles. 


There is but one Curtin, the only rotary controlled 
ballcock on the market. 


Used by seven leading pottery manufacturers as 
standard equipment in their best tanks.* 


*Names upon request. 


A. F. CURTIN VALVE CO. 


Medford Mass. 





' 
: ELEVATED BALLCOCK 
; _ _ 








